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The University of Pennsylvania is an independent, non-sectarian institution 
of higher learning, founded at Philadelphia in 1740. The University is a 
composite of 19 separate schools of which nine are devoted to undergradu- 
ate education. 


The Amateur Radio Club, located in the Moore School of Electrical Engineer- 
ing, was founded in 1924 using the call 3KZ. Now W3ABT, its members 
come from every part of the University and from all over the world. 


TO AMATEUR RADIO STATION 
This confirms two way SSB AM CW RITTY TV communication on 
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